Brief comment text:

I am fairly active in amateur high-power rocketry, and the broadband signals which would be reconfigured under the proposal are signals which are often used by those in the hobby. These signals are very useful in high-power rocketry as the range of the telemetry computers is much longer than a typical signal, and reconfiguring them would require many people throughout the hobby to reconfigure their telemetry systems or replace some onboard computers entirely. I do not think that the wavelengths suggested to be changed should be changed, as this hobby helps serve to introduce and bring interest to rocketry as a whole and the industry, which is very valuable to American development and technology.
